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Managed care, effects of on sonographers, 231 

Marfan syndrome, family history of severe cardiovascular dis- 
ease and, increased aortic diameter and decreased survival 
and, 155 

Mitral regurgitation 
Doppler echocardiography in, 102 
echocardiography quantitation of, aortic outflow and, 194 
severity of, intraoperative transesophageal echocardiogra- 
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in transplanted kidneys, Doppler waveform analysis of in- 

trarenal arteries in, 159 

Renal size, fetal, transvaginal ultrasonography of, 196 
Repetitive strain injuries, in sonographers, 266 
Retinal detachment, preoperative ultrasonography of, 287 
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Saphenous vein bypass grafts, angioscopically assisted, vein 
mapping for, 200 
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valve in, echocardiography in, 196 


Technical writing, instruction in, 228 
Testicular tumors of adrenogenital syndrome, congenital ad- 
renal hyperplasia and, 176 
Testis, torsed appendix, 182 
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measures in, 242 
Torsed appendix testis, 182 
Transesophageal echocardiography. See also Echocardiogra- 
phy 
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Trisomies, hand abnormalities in, 22 
Tubal pregnancy, heterotopic triplet, 133 
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of varicose veins, 198 

Echo-Doppler, of superior mesenteric artery, 193 
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